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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


12 June 1978 


MEMORANDUM FOR: Executive Secretary, NFIB 


FROM: 
25X1 Executive Secretary 


SUBJECT: Security DCIDs 


Attached for appropriate action are clean copies of ene three 
DCIDs on security matters which were approyed at the 6 June 1978 
NFIB meeting. The copies reflect the amendment to DCID 1/19, 
approved at that meeting, and minor editorial changes, 


25X1 


Attachments: oa 
A. DCID 1/16 : 
B. DCID 1/19 
C. DCEID 1/20 


25X1 


